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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 100146 
ORIGIN OES-07 

INFO OCT-01 EUR- 1 2 ISO-OO INT-05 VO-03 L-03 CIAE-00 
INR-07 NSAE-00 /038 R 

DRAFTED BY OES/APT/SEP:ASHELDON:GEM 
APPROVED BY OES/APT/SEP:DCRAMER 
INT/LBR:JACUTSCHALL 
EUR/SOV : WVEALE (SUBS.) 

040003Z 117668/72 

P 032307Z MAY 77 

FM SECSTATE WASHDC 

TO AMEMBASSY MOSCOW PRIORITY 

UNCLAS STATE 100146 

E.O. 11652: N/A 

TAGS: TGEN, US. UR, CVIS 

SUBJECT: S&T: WATER RESOURCES: PLANNING AND MANAGEMENT: 

TEAM 1 (01.120101): MAY 24- JUNE 5 VISIT OF SOVDEL 

REF: MOSCOW 5869, STATE 95103 

1 . VISA APPLICATIONS FOR VISIT OF SUBJECT SOVDEL (REF A) 

UNDOUBTEDLY SUBMITTED BY MFA PRIOR TO TRANSMITTAL OF 
ITINERARY FOR VISIT (REF B). 

2. REQUEST EMBASSY (A) INFORM SOVIETS OPEN AIR TICKETING 
SHOULD READ: WASHINGTON-ST. PAUL, MINN-SEATTLE-LOS ANGELES- 
PHOENIX-BOSTON-LEBANON, N.H. BOSTON- WASHINGTON-NEW YORK, 

AND (B) CONFIRM THAT SOVDEL WILL ARRIVE WASHINGTON MAY 24. 

VANCE 

UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 -Jan-1 994 12:00:00 am 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: SCIENTIFIC COOPERATION, WATER SUPPLY SYSTEM, SCIENTIFIC VISITS, SCIENTIFIC MEETINGS, MEETING DELEGATIONS, 
TECHNOLOGICAL EXCHANGES 

Control Number: n/a 
Copy: SINGLE 

Sent Date: 03-May-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977STATE100146 

Document Source: CORE 

Document Unique ID: 00 

Drafter: ASHELDON:GEM 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7701 55-0499 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770598/aaaadhcx.tel 

Line Count: 46 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: f5c7309b-c288-dd11-92da-001cc4696bcc 

Office: ORIGIN OES 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 MOSCOW 5869, 77 STATE 95103 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 10-Aug-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2652297 
Secure: OPEN 
Status: NATIVE 

Subject: S&T: WATER RESOURCES: PLANNING AND MANAGEMENT: TEAM 1 (01.120101): MAY 24-JUNE 5 VISIT OF SOVDEL 
TAGS: TGEN. CVIS, SENV, US, UR 
To: MOSCOW 
Type: TE 

vdkvgwkey : odbc://SAS/SAS.dbo.SAS_Docs/f5c7309b-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 
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